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55 X{GDR EXPORT OF TEXTILE MACHINE 


a 


This 2-page document combains the following: 


25X1 1. A brief eumary|____|o# the attached document. 
ie A [-pa b gerne? stateg ot 
25X1 a, the Sita Sa Schinen (German Foreign Trade Agency for Machinery) sold one_universal 
25X1 high-capacity ball-bearing scraping and roughing machine (Kratzenrauhmaschine) 
25X1 
25X1 
f textile machines in Age/Sachsen. 


Supplier: Textima VEB plant for the construction o 
Exact specifications are included. 


The document is undated and does not indivate whether the textile machine wes 


actually delivered. 


RETURN TO CIA LIBRARY 


25X1 


fForeign language document or microfilm of it (A-8572) is available from CIA Library, [ 


25X1A 
23 May 1952 
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